FIRST  BAPTIST  CHURCH,  WACO,  TEXAS 

Organized  May  31,  1851.  Auditorium  has  a  seating 
capacity  of  2000  persons  and  is  air  conditioned.  The 
Educational  plant  consists  of  49,000  square  feet  of 
floor  space  and  is  also  air  conditioned.  The  First 
Baptist  Church  ministers  not  only  to  the  citizenship 
of  Waco  but  to  many  of  Baylor  University's  faculty 
and  students.  It  seeks  to  be  a  friendly  and  soul 
winning  church. 
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